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-DIRECTOR 


OPERATIONAL IMMEDIATE 


/>,?' - OSA (l”2 a 3»4-5”6-7-8=9'=10-ll-l2“13“14-i5) 
S/C (IS) 

tors 1359Z 03 JAN S3 


OPERATIONAL IMMEDIATE 


si. IN 61094 


1 o 32 10/0300 10Z/342 
2. 712/10 

3 a 100 

4, forwarded hqs 


5 8 receivers operated well, many signals many lock ons. 


1. 3210/03001 0Z/342 

2. 747/705/146/107/198/259/1 7/108 


4. FORWARDED HQS 


25 YEAR RE-REVIEW 


5. ALL BANDS OPERATED PROPERLY. SIGNALS NOTED ON S, L AND 

p bands, some unidentified, locally generated noise on l and p 
bands. WILL attempt to locate source. 
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